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BILL NO. 


S-73-11 — =Jcp 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a certain bid 
document with NATIONAL MILL SUPPLY for 
the purchase of nine transformers for 
City Utilities. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain bid document ref. no. 314 dated 
October 29, 1973, between the City of Fort Wayne, by and through 
its Mayor and City Utilities and NATIONAL MILL SUPPLY, for: 

6 50KVA Transformers for pole 

mounting, 2400/4160 to 277/480 
volts, single phase, 60 cycle 
with 2-2% taps above and below 
normal. Oil-filled A2552A25AA 

3. 25KVA Transformers, same description 
as above A2552A50AA 

$2,793.00 

as more specifically set forth in said bid document ref. no. 314 
and City Utilities Purchase Order No. 2331 which are on file in 
the office of the Department of Purchasing, and are by reference 
incorporated herein and made a part hereof, is hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



approved as to form 

AND LEGAL!! V, • 


•ORfWSf 


Head the first time in full and on motion by 




seconded by 




to the Co mal t tee on 


and duly adopted, read the second Lime by Litis and referred 




_( amd-lhe-City- Plan 


CossAs sioa fgT - r gnn5S3naatI5HT~i5d ' Public Heanafl^fe- held-af ter due legal- notice, 
at-th^-Gounc il r- G ha Bbars , "-G - ity dounty -- Building , Fo r t . 
the — 


day o] 


- " 197 : 


-at- 


o 1 clbcR - P7H7) E. S .T 


Date: 



. ; > / 7 > 


i 



CITY CLERK 




Read the third time in full and on motion by 

seconded by , and duly adopted, placed on its passage. 


Passed (1®ST) by the following, vote: 


AYES 

BURES 

HBTGA 

KRAUS 

MOSES 

MJCKOLS 

SCHMIDT, D. ' 

SCHMIDT, V. 

SPIER 

TAEARICO 

DATE: ' 


3 


MAYS 


ABSTAINED 


ABSSS5T 


to- wit : 


1 / 









//-<=? 7 - 73 



ltx CIEEC ... 

Passed and adopted by the , Common Council of the Cloy ox Fort Eayne, Indiana, 

as (Zaning'Map) - (General) (Anaessatien) (Special) (Appr 
( Resolution) - Ho 


1 ;. c ^ , . 


Ordinance 


19 '/^- 


day of 


ATTEST: . (SEAL) £' f ' . . 

CITY CLERK ^ PUS Wk^M 0FFIGEa 

v T77C 

Presented by me to the Mayor of the City of on the 7177 

~ 197 e t at the hour of . '- - o ’clock 



_M.,E.S.T. 



CITY CLERK 


Appro red and signed by me 


it the hour of 


,1, 'M 


o 1 clock 



REPORT OF THE COMMITTEE ON PUBLIC WORKS 


We 9 your Committee on Public Works to whom was referred an Ordinance 

Approving a certain bid document with NATIONAL MTT.T, SUPPLY far 

the purchase of nine transformers for City Utilities 



have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




PASS. 


James S. Stier ■ - Chairman 


Eugene Kraus, Jr. - Vice-Chairman 


Samuel J. Talarico 


Willaim T. Hinga 


Vivian G. Schmidt 



-MAol ‘a matter of record 

DATO^Wus W. W ESTRMAN C1TY „„„ 

' • 1 * V. V, , 


THE CITY OF FORT WAYNE 

board of public works 



October 30, 1973 


The Common Council 
Fort Wayne, Indiana 

Gentlemen and Mrs. Schmidt: 


Attached are copies of Purchase Orders for the following: 


P.0. 



2343 - for ten (10) Fire Hydrants at 
2331 - for nine (9) Transformers at 


$2,159.00 


$2,793.00 


Due to usage this past month of ten of the thirteen hydrants in stock, 
the Board deems it advisable to request "Prior Approval" to order said 
hydrants immediately. 


Also, we would appreciate "Prior Approval" of the ordering of trans- 
formers to replenish our stock. 


We shall process the purchase orders and forward to Council November 
13, 1973 for formal introduction and Ordinance Number. 


Sincerely 



JDB/ss 

Attachments 



-@DW ®IF 


mimm 


PURCHAS! 


ORIGINAL 
ORDER NO. 


DEPARTAAENT OF PURCHASES 
ROOAA 950 CITY— COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


This number must appear on each pack 
age, packing slip, invoice, bill of lading 
express receipt and correspondence. 

Oct.. 29 , 1975 


r 


L_ 


National Mill Supply 
5501 Distribution Drive 
Ft. Wayne, Indiana 



2331 





* | 


SHIP TO 


Light Construction 
1701 S. Lafayette St. 
Ft. Wayne, Indiana 


-pr 


MAIL ALL IKpfOlCES TO' 

C ST Y UTILITIES 


GEME^AL ACCOUMTliNG 
4th FLOOR. CITY- COUNTY BUILDING 
NUMBER ONE EAST MA IN STREET 
FORT WAYNE, INDIANA- 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 

RECEIVED 


QUANTITY 

ORDERED 


DESCRIPTION 


50KVA Transformers for pole mounting, 
2400/4160 to 277/480 Volts, single 
phase, 60 cycle, with 2-2 % taps: above 

and below normal. Oil -ft lied 
A2552A25AA 465,00 Less .24 Disc. 


25KVA Transformers., same description as 


above A2552A50AA 295.00 Less .24 Disc 


SUBJECT TO COUNCILMAN I C APPROVAL 
Quoting Westinghouse Transformers 


Per Bid § 314 


SB/!e #73-287 


ATTENTION 

Sifid lii! Invoices to General Ac, 
4th Floor, City- County Bid 
1 E. Main Si 

Fort Wayne, Indiana 46802 
Show p. o. Number on Packin' 
Invoice, 


ACC’T. OR 

W.O- NO. 


E I 54.02 


counting 


Slip 


UNIT PRICE 


353.40 


224.20 


2 i 20 


672 


2793 


.00 


40 


60 


NO 


"E: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISEAy'% CASjfi ^lSCQUNT^W IXX^ BE TAKEN 



BY_ 


CITY UTILITIES PURCHASING /<G£NT 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


FORM u.3s> 


Transformers Bids - Bid #3 
December 13, 1972 

1 4 

50 KVA 

25 KVA 

TOTAL 

COST 

General Electric Co. 

Mult. . 81 

Discount .19% 

376.65 

238.95 

$2,976.75 






National Mill 

Mult. .76 

Discount . 24 

353.40 

224.20^$2>793.0C 

0 

McGraw Edison 

No Bid 

. • 4. 



Central Moloney 

Mult. .81 

Discount ’ .'19% 

376.65 

I 

238.95 

$2,976.75 

Westinghouse Supply 

Mult. .81 

Discount .19% 

Until 6-30-73 

376.65 

238.95 

$2,976.75 

H.K. Porter Co., Inc. 

Mult. .85 

Discount . 15% 

395.25 

250.75 

$3,123.75 

R - T . E . Corpora tion 

25 KVA .81 Mult. 

50 KVA .81 Malt. 

376.65 

238.95 

$2,976.75 




Q 

6 




We require that the successful bidder carry a reasonable 
quantity of transformers in a warehouse stock*, located close 
enough to Fort Wayne*. that delivery can be guaranteed within 

4 8 hours of request. The-quantities-an4-sizes_of^the transformers 

to be so stocked will be determined with the succes'S'f u-3 — isidden.^^ 

We reserve the right to negotiate price with any or all bidders*/ 
after the bid opening has been held. ■ / 



The price after 
a multiplier of 


negotiating is a discount of 24$ of 

..76 -ufiy-4 .A/ifftweL 


use 




DIGEST SHEET ' ; , 

* " ' ■ or y3~//~'3 ( y 

y.i.'yXAi OF ORDI>:At\CE_ cjty Utilities Purchase Order #2331 for trans for mers 

» 

DE.'ViUTMftNT REQUESTING ORDINANCE Boa rd of Pub lic Work s 

SYNOPSIS OF OF.D- MANOR To cover the cost of nine (9) transformers for the 


Light Construction De partme nt as follows: 

6 50KVA Transformers for pole mounting ^ $353 .40 each 
3 25KVA Transformers for pole mounting $224.20 each 


TOTAL COST 


$2,120.40 

672.60 


$2,793.00 


(See Prior Approva l Attached ) 


OF PASSAGE 


Will have transformers in stock. 


OF NOSSf -PASSAGE 


Will not have transformers in our inventory. 


MONEY INVOLVED (Direct Co.st.s-, Expenditures., Savings) 


Tota l Cost to Ci ty U ti lities: $2,793.00 


/: 


O f 


El) TO CO 





/ss 


